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limp cloth,  unless otnerwise scatt-u ;   um  me -Hummc.*  ^«*,^r«. with a $ -may also be had strongly bound in cloth boards for 6W.
CIVIlTlsN^^                SURVEYING, ETC,
U.' WELLS AND WELL-SINKING.   By JOHN GEO. SWINDELL,
A R I B A    and G. R. BUR NELL,  C.E.   Revised Edition.   With a New
35. ^^hTT^AND™UA*Ry&frOP STONE,  fo,
«. j^a^^S1?®^^^^^^^^^
ticularly describing the Britannia and Conway Tubular Bridges. By G. DRYSDALH DKMPSEY C E. Fourth Edition. 2s.
44. FOUNDATIONS AND CONCRETE WORKS, with Practical Remarks on Footings, Sand, Concrete, Beton, Pile-driving, Caissons, and rCofferdams, &c. By E. DOBSON. Seventh Edition, is. 6d.
60. LAND AND ENGINEERING SUR V'EYING   By T. BAKER,
C.E.     Fifteenth Edition, revised by Professor J. R. YOONG.    as.*
80*. EMBANKING LANDS FROM THE SEA.    With examples
and Particulars or actual Embankments, &c.   By J. WIGGINS, F.G.S.   as. 81. WATER WORKS, for the Supply of Cities and Towns.    With a Description of the Principal Geological Formations of England as influencing Supplies of Water. &c.   By S. HUGHES, C.E.    New Edition.   45.*
118. CIVIL ENGINEERING IN NORTH AMERICA, a Sketch of. By DAVID STEVENSON, F.R.S.E., &c. Plates and Diagrams. 35.
167. IRON BRIDGES, GIRDERS, ROOFS, AND OTHER WORKS. By FRANCIS CAMPIN, C.E. 2s. 6d.i
197. ROADS AND STREETS. By H. LAW, C.E., revised and enlarged by D. K. CLARK, COS., including pavements of Stone, Wood, Asphalte, &c. 4S. 6d.i
203. SAMTARt WORK IN THE SMALLER TOWNS AND IN VILLAGES. By C.SLAGG, A.M.I.C.E. Revised Edition. 35.1
312.  GAS-WORKS, THEIR CONSTRUCTION AND ARRANGE-
MENjL ; and the Manufacture and Distribution of Coal Gas. Originally written by SAMUEL HUGHES, C.E. Re-written and enlarged by WILLIAM RICHARDS, C.E. Eighth Edition, with important additions, cs. 6d.J
313.  PIONEER ENGINEERING.    A Treatise on the Engineering
Operations connected with the Settlement of Waste Lands in New Countries. By EDWARD DOBSON, Assoc. Inst. C.E. AS. 6d.t
aib. MATERIALS AND CONSTRUCTION; A Theoretical and Practical Treatise on the Strains, Designing, and Erection of Works ot* Construction. By FRANCIS CAMPIN, C.E. Second Edition, revised. 33.*
219. CIVIL ENGINEERING. By HENRY LAW, M.Inst. C.K Including HYDRAULIC ENGINEERING by GEO. R. BURNELL, M.Inst. C.E. Seventh Edition, revised, with large additions by D. KINNKAR CLARK, M.Inst. CJS. 6s. 6d., Cloth boards, 7s. 6d.
268- THE DRAINAGE OF LANDS, TOWNS, <5r» BUILDINGS. By G. D. DEMPSBY, C.E. Revised, with large Additions on Recent Practice in Drainage Engineering-, by D. KINNKAR CLARK, M.I.C.E. Second Edition,
|fi^"" The % indicates that these vols. may be had strongly bound at 6J. extra.
LONDON: CROSBY LOCKWOOD AND SON, Is a complete code of English Law, written in plain language, which all can understand, . . . Should be in the hands of every business man, and all who wish to abolish lawyers' bills.' — Weekly Times.
